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Noyes's College Text=Book 
of Chemistry 

By W. A. NOYES, Professor in the University of Illinois 
336 pages of text. 12mo 

This College Textbook of Chemistry is designed, more es- 
pecially, for students of the freshman or sophomore years 
in college who have not studied chemistry in high school. 
It is considerably briefer than the author's previous Text- 
book oj Chemistry, and its style is exceptionally clear and 
simple. 

As with all textbooks for beginners, two purposes have 
been constantly kept in mind while writing the book : 
the presentation of a few of the multitude of chemical facts 
which touch our modern life, in such a manner that they 
can be clearly understood, and the discussion of the 
theories and principles around which all our chemical 
knowledge is grouped. 

The teacher of chemistry is embarrassed by the vast and 
ever increasing amount of knowledge at his disposal and 
is often tempted to present many more topics than the 
student can possibly remember. In trying to avoid this 
difficulty many facts ordinarily included in an elementary 
textbook have been omitted and those which are given 
are brought as far as possible into close logical relations. 

The summary at the close of each chapter is a somewhat 
unusual feature of the book. It is hoped that these sum- 
maries will be found useful. 

Success in the study of chemistry depends especially 
on the ability to learn new facts in their relation to those 
which have already been acquired and on the cultivation 
of a logical as distinguished from an arbitrary memory. 
The exercises at the close of each chapter and questions 
occasionally inserted in the text are designed to assist the 
student in this direction. 
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We will be glad to send you a copy without charge. 



The Belgian Congo and the 
Berlin Act 
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$6.75 

An able work dealing with the effects of the 
practical application of the Berlin Act in the 
Belgian Congo and suggesting the amend- 
ments which must be made if the benefits of 
civilization and freedom of trade are to be 
extended to Central Africa. 
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April 23: May 10, 1918 

Edited by C. Sanford Terry 

Net $3.25 

A full, accurate and authentic account of an 
achievement which a French Admiral has 
characterized as the finest feat of arms in the 
naval history of all times. The dispatches 
by Sir Rogers Keyes are the official accounts 
and there are several other narratives. 
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(Supplement) 

Chronologically arranged and edited with Notes and Indexes 
By Paget Toynbee 



2 vc 
Oxford India paper edition (i vol.), 



2 vols. $7.75 

1.00. Handmade paper edition, $18.00 



This new supplement contains 258 letters or parts of letters, of which no are now printed 
for the first time, some of which have only recently become available. Among the new letters 
of special interest are a number written during his foreign tour with Grey. Eleven letters 
written to Dr. Conyers Middleton and ten to Dr. Lort, relate to the Chatterton controversy. 
The complete set of letters including the above supplement in 18 volumes, $46.00; in 9 vol- 
umes on Oxford India paper, $63.40; in 18 volumes on handmade paper, $193.00. 
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By James M. Macphail 

90c. 

The character of Asoka has a two-fold inter- 
est : political and religious. He was the most 
illustrious member of a great and powerful 
dynasty and he was the leader of a spiritual 
movement which marked an epoch in the 
history of the Eastern World. 
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By H. A. Walter 

$1.60 

A study of one of the most significant yet 
little known modern movements among the 
Muslims and its relation to the general devel- 
opment in India of Muslim thought and life. 
Mr. Walter has adhered almost entirely to 
the words of its founder and his disciples. 
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New York, or 60 Buckingham Street, Cambridge, Massachusetts. The 
papers should preferably not exceed twenty printed pages, not counting the 
space occupied by illustrations. Authors receive one hundred reprints 
of their papers free of charge; additional copies may be obtained at cost. 

Subscription price per year {one volume), $5.00 
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A History of Mathematics 

Second Edition, Revised and Enlarged. By Florian Cajori, 
Ph.D., Professor of the History of Mathematics in the Univer- 
sity of California. Cloth, Octavo, 514 pages. To be published 
July 29th. 
A complete revision of the first edition of Professor Cajori's work. 
The earlier portions of the book have been partly rewritten, and the chap- 
ters on recent mathematics are greatly enlarged and almost wholly new. 
Material is drawn only from the most reliable sources. In so far as the 
limits of a single volume permit, the author has covered the entire range 
of mathematical history. 

The new edition will be signally valuable to all instructors and 
students of the history of science in general as well as of mathematics. 
Teachers of mathematics in schools will find that the interest of pupils 
will be greatly increased if the historical aspect of the science is presented 
as a background. Professor Cajori's work provides a source of biograph- 
ical data concerning the greatest mathematicians, historical remarks and 
anecdotes. 

The history of mathematics is strikingly differentiated from the 
history of the physical and natural sciences in that the investigations of 
the ancients in arithmetic, algebra, geometry and other branches are as 
useful and admirable as any modern research. Therefore, careful atten- 
tion is paid to ancient mathematics — to the work of the Babylonians, 
Egyptians, Greeks, Romans, Maya, Chinese, Japanese, Hindus, and 
Arabs. This is followed by an inquiry into the position of mathematics 
in the Middle Ages and in the Renaissance; and the study then turns to 
the great mathematicians of the sixteenth, seventeenth and eighteenth 
centuries. The unusually extensive discussion of the nineteenth century 
and the more recent advances is divided into the various clearly differ- 
entiated branches of mathematics. 

Qualitative Analysis 

By George McPhail Smith, Associate Professor of Chemistry 
in the University of Illinois. Cloth, Octavo, 201 pages. To be 
published in August. 
Professor Smith has prepared a thorough and well-arranged general 
course in Quantitative Chemical Analysis, including full laboratory in- 
structions as well as the material for the classroom. Both aspects of the 
course have been carefully provided for. The laboratory directions are 
explicit and sufficiently detailed to permit the student to work largely 
without supervision. The methods and operations of analytical chemistry 
are presented and supplemented by carefully chosen types of gravimetric 
and volumetric analysis. The sections devoted to stoichiometrical prob- 
lems and to questions upon the subject matter will be particularly 
welcome. 
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